DART AEROSPACE LTD 


VICTORIA INTERNATIONAL. AIRPORT, CANADA 
DRAWING NO. REV. Å 
D2488 
mE 


LOCKOUT 


B_WILLIAMS |K_HAND 


95:11:09 


R0.063 (TYP) 
0.125 d 


R0.543 


0.380 THRU 
Ø0,750 


MATERIAL: 6061—T76 


[ 0165 
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